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AN ACCOUNT OF ALL FLAX IMPORTED FROM IRELAND 
INTO GREAT BRITAIN, 



From the 5th January 1820 to the 5th January 1821. 



FLAX 

IMPORTED FROM 
IRELAND. 

















Cwts. qrs. lbs. 


Dressed 


- 





4 6 3 1 


Undressed - 


- 





58,582 » 4 






TOTAL 


58,629 - 5 



WILLIAM IRVING, 
Inspector General of the Imports and 
Exports of Great Britain. 

Custorir House, London,! 

2d Match 1821. / 
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